The  Chapel 
DUKE  UNIVERSITY 
Durham.  North  Carolina 

The  Chapel  is  the  outstanding  structure  in  the  uni- 
versity group.  The  West  or  Main  Campus  is  con- 
sidered one  of  the  most  beautiful  in  the  U.S.,  and 
all  bui  Idings  follow  the  Gothic  style  of  architecture. 
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